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AMENDMENT  HO.  1    AUGUST  1986 

TO 

IS.-9730-1981     SPECIFICATION  FOR  NON-STICK 
UNREINFORCED  PLASTICS  COATINGS  ON  DOMESTIC 
COOKING  UTENSILS 

{First  cover,   page  1  and  3S   Title)  -  Delete 
the  word    niHRElHFCRCH)  • . 

{Hzge  3t   clauses  0,2,   0,4  and  1,1)  -Delete  the 

ward  'unreinforced'. 

[Bzge  4,  clause  2al  (t>)3  -Delete. 
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FOREWORD 

This  Indian  Standard  (First  Revision)  was  adopted  by  the  Bureau  of  Indian  Standards,  after  the  draft  finalized 
by  the  Utensils,  Cutlery  and  Domestic  Hardware  Sectional  Committee  had  been  approved  by  the  Mechanical 
Engineering  Division  Council. 

This  standard  deals  with  non-stick  unreinforced  plastics  coatings  applied  to  the  internal  surfaces  of  domestic 
cooking  utensils.  It  lays  down  the  properties  of  the  coating  including  adhesion  to  the  coated  surface. 

As  per  the  standard  the  application  of  the  non-stick  coating  to  lids  or  the  heads  of  the  rivets  used  to  attach  handles 
is  not  obligatory;  however  when  such  coatings  are  applied  on  these  components  the  coating  shall  meet  the 
relevant  requirements  of  this  standard. 

Plastic  spatulas  or  similar  implements  only  shall  be  employed  with  cooking  utensils  having  the  non-stick 

unreinforced  coatings. 

This  standard  was  first  published  in  1981.  In  this  revision  following  major  changes  have  been  made: 

a)  Visual  defect  examination  method  with  magnification  of  *  25  and  visual  defects  score  chart  have  been 
deleted. 

b)  Non-stick  shall  be  examined  visually  with  naked  eye. 

c)  Requirements  for  coating  clause  covers  the  coating  requirement  for  utensils  body,  lid  and  rivet  heads. 

d)  Instruction  for  not  to  be  used  for  deep  frying  has  been  deleted. 

NOTE  —  Initially,  in  the  formulation  of  this  standard,  assistance  was  derived  from  BS4861 :  1973  'Specification  forcookware',  issued 
by  the  British  Standards  Institution  which  was  superseded  by  BS  7069 :  1988.  Now  BS  7069 :  1988  has  been  withdrawn. 

The  composition  or  the  Committee  responsible  for  the  formulation  of  this  standard  is  given  at  Annex  A. 

For  the  purpose  of  deciding  whether  a  particular  requirement  of  this  standard  is  complied  with,  the  final 
value,  observed  or  calculated,  expressing  the  result  of  a  test  or  analysis,  shall  be  rounded  off  in  accordance  with 
IS  2  :  1960  'Rules  for  rounding  off  numerical  values  (revised)'.  The  number  of  significant  places  retained  in  the 
rounded  off  value  should  be  the  same  as  that  of  the  specified  value  in  this  standard. 


INTERNATIONAL  SYSTEM  OF  UNITS  (SI  UNITS) 


Base  Units 

Quantity 

Unit 

Symbol 

Length 

metre 

m 

Mass 

kilogram 

kg 

Time 

second 

s 

Electric  current 

ampere 

A 

Thermodynamic 

kelyin 

k 

temperature 

Luminous  intensity 

candela 

cd 

Amount  of  substance 

mole 

mol 

Supplementary  Units 

Quantity 

Unit 

Symbol 

Plane  angle, 

radian   . 

rad 

Solid  angle 

steradian 

sr 

Derived  Units 

Quantity 

Unit 

Symbol 

Definition 

Force 

riewton 

N 

1 

N      =  1  kg.m/s* 

Energy 

joule 

J 

I 

J        »  1  N.m 

Power 

watt 

W 

I 

W     -  1  J/i 

Flux- 

weber 

Wb 

1 

Wb    =  1  V.s 

Flux  density 

tesla 

f 

1 

X       -   i  Wb/m1 

Frequency 

hertz 

Hz 

1 

Hz    =  1  c/s  (s-1) 

Electric  conductance 

Siemens 

S 

1 

S        =   1  A/V 

Electromotive  force 

volt 

V 

1 

V       =  1  W/A 

Pressure,  stress 

pascal 

Pa 

1 

Pa      =   1  N/m1 
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ANNEX  A 

(Foreword) 
COMMITTEE  COMPOSITION 

Composition  of  Utensils,  Cutlery  and  Domestic  Hardware  Sectional  Committee,  MED  33 
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Gangadharan  Appliances  Ltd,  Chennai 

Godrej  &  Boyce  Manufacturing  Co  Ltd,  Mumbai 

Hawkins  Cookers  Ltd,  Pune 

Hindalco  Industries  Ltd,  Distt  Sonebhadra 

India  Tourism  Development  Corporation  Ltd,  New  Delhi 

J.  K.  Metal  Industries,  Jagadhari 

Ministry  of  Railways,  New  Delhi 

Ministry  of  Science  and  Technology,  New  Delhi 
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Republic  Engineers,  Delhi 

Sat  Rattan  Engineering  Works,  New  Delhi 
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Representative  (s) 
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Shri  V.  K.  Agarwal 
Shri  Aditya  Bhaskar 
Shri  Satish  Garg 

Shri  Bharat  Garo  {Alternate) 
Senior  Commercial  Officer 
Dr  A.  K.  Chakravorthy 
Shri  S.  K.  Srivastva 

Shri  R.  N.  Tripathy  {Alternate) 
Shri  M.  P.  Singh 
Shri  G.  L.  Khera 
Shri  T  Kalyanasundaram 

Shri  N.  K.  Vijayavargia  {Alternate) 
Shri  Hirachand  N.  Rathod 

Shri  Sanotsh  H.  Rathod  {Alternate) 
Shri  B.  V.  Sheno 

Shri  R.  B.  Rao  {Alternate) 
Shri  V.  K.  Bhargava 

Shri  C.  K.  Veda,  Scientist  4F  and  Head  (MED) 
[Representing  Director  General  {Ex-qfficio)] 


Member  Secretary 

Shri  TV.  Singh 

Scientist  'E*  (MED),  BIS 


Bureau  of  Indian  Standards 

BIS  is  a  statutory  institution  established  under  the  Bureau  of  Indian  Standards  Act,  1986  to  promote 
harmonious  development  of  the  activities  of  standardization,  marking  and  quality  certification  of  goods  and 
attending  to  connected  matters  in  the  country. 

Copyright 

BIS  has  the  copyright  of  all  its  publications.  No  part  of  these  publications  may  be  reproduced  in  any  form 
without  the  prior  permission  in  writing  of  BIS.  This  does  not  preclude  the  free  use,  in  the  course  of  implementing 
the  standard,  of  necessary  details,  such  as  symbols  and  sizes,  type  or  grade  designations.  Enquiries  relating  to 
copyright  be  addressed  to  the  Director  (Publications),  BIS. 

Review  of  Indian  Standards 

Amendments  are  issued  to  standards  as  the  need  arises  on  the  basis  of  comments.  Standards  are  also  reviewed 
periodically;  a  standard  along  with  amendments  is  reaffirmed  when  such  review  indicates  that  no  changes  are 
needed;  if  the  review  indicates  that  changes  are  needed,  it  is  taken  up  for  revision.  Users  of  Indian  Standards 
should  ascertain  that  they  are  in  possession  of  the  latest  amendments  or  edition  by  referring  to  the  latest  issue  of 
'BIS  Catalogue'  and ' Standards:  Monthly  Additions'. 

This  Indian  Standard  has  been  developed  from  Doc:  No.  MED  33  (0873). 
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